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FINANCE DEPARTMENT 


NOTIFICATION 


The 24th November, 2014 


S.R.O. No. 532 / 2014- In exercise of the powers conferred by Section 6 of the 
Odisha Entry Tax Act, 1999 (Odisha Act 11 of 1999 ), the State Government having been 
satisfied that it is necessary so to do in the public interest, do hereby direct that the 
following equipments and consumables for Tuberculosis Testing , which are Scheduled 
goods to be procured by the office of the Regional Medical Research Centre , 
Chandrasekharpur, Bhubaneswar, for upgradation of the Tuberculosis Laboratories under 
Revised National Tuberculosis Control Programme, shall be exempted from levy of tax 
under the said Act on its entry into the local area subject to condition that the Regional 
Medical Research Centre, Chandrasekharpur, Bhubaneswar, shall furnish a copy of the 
certificate in the prescribed pro forma, as appended to the Finance Department Office 
Memorandum No.36246 / F ., dated the 20th October, 2012 duly signed by the authorised 
officer of their organisation to the officer in -charge of the check gate through which the 
goods enter into the State and another copy of such certificate shall accompany the 
consignment during transit. 
SI. Item Name 

Unit Quantity 
No. 

Package ordered 
( 1) ( 2 ) 

( 3 ) ( 4 ) 
1 PCR -Workstation , UV light 

2 
2 Thermocycler, 96 positions for 0.2 mltubes 
3 Microliter centrifuge 

2 
4 Desktop deep freeze Storage box with lid for 0.2 ml 

3 
PCR tubes. 


1 
1 

1 


1 


5 


2 


Flexible thermometer for Thermocycler and 
thermoshaker validation (e.g . GTH1170 with GTF300 ) . 


(1 ) 


( 3 ) 


(4 ) 


6 


4 


7 


( 2 ) 
1 - channel pipette , variable from 20-200 ul-LC 
Microfuge / mini spin for 0.2-2mltubes for short-rapid 
spin down of reagents . 
1 -channel pipette , variable from 200-1000 ul-LC 


1 


8 


1 


4 


9 


UPS for MGIT or BSC - 3000 VA - 2100 W 


6 


10 


Electronic maxima -minima -thermometer 


5 


11 


Plastic - foil welder 30 cm 


1 


1 


12 


1 


10 


13 


10 


14 


1 


6 


Dispenser for disinfectant/soap 
Paper towel box 
Goggles 
Glass beads ,massive glass , 3mm diameter 
Glass beads ,massive glass , 5mm diameter 
Universal Hot- air oven 


15 


1 


5 


16 


1 


5 


17 


1 


1 


18 


Perforated stainless steel shelf for Universal Hot air 


1 


oven . 


480 


1 


1 


19 Peri dishes Plastic 
20 Hand -dispenser pipette , 5 dosage steps , suited for 10 

ml Tips/ Eppendorf. 
21 Electronic analytical balance 
22 Electronic precision balance 
23 Bench top pH meter 


1 


1 
1 

1 


24 


Water bath 


1 


1 


25 Magnetic stirrer with heating plate 
26 Magnetic bars set of 10 


1 set of 


1 


10 


27 


Floor standing refrigerator 150L 


3 


28 


Deep freezer 70L / -50 ° C to 85 ° C 


1 


1 


29 


Desiccator 


1 


30 


31 


1 


5 


Membrane vacuum pump for desiccator 
Tripod 
UV -light illuminator – liquid culture 365 nm 
Racks with lid (Plastic preferred ), suitable for cryovial 


32 


1 


1 


33 


4 


34 


Minishaker 


1 


5 


3 


( 3 ) 


(4 ) 


3 


(1 ) 

(2 ) 
35 Electric micro incinerator for loops 
36 Refrigerated bench top centrifuge 
37 4 - places swing out rotor 


2 


1 


2 


38 


Rotor buckets 


Set of 4 


2 


Set of 4 


2 


Set of 4 


2 


3 


39 Aerosol tight lids 
40 Reducing adapter for 50 ml tubes 
41 Loop Holder 
42 Racks for loop holder 
43 Inoculation loops 4mn 
44 Inoculation loops 3mn 
45 Disposable loops 


3 


3 


1 


3 


1 box of 


2 


500 


46 


Alarm Clock 


1 


5 


47 


Racks, desinfectable / autoclavable for 1.5 / 2 ml tubes 


1 


2 


48 


Precision Incubator 


1 


2 


49 


Perforated stainless steel 


2 


50 


Hand lens 


1 


2 


51 


Discard bin 2 litres 


5 


52 


Universal oven 32 litres 


1 


1 


10 


53 Racks for cryovial for one hand operation 
54 Laboratory Freezer 140L 


3 


55 


Rack for 50 ml PP - tubes 


1 


20 


56 


Slanted racks 


1 


10 


57 


100 


Pipette tips , Combitips plus 
Ready mixed TB 
Glycerol> = 99 % 


1 

1 


58 


500 g 


59 


1 L 


60 


1 kg 


3 


61 


1 kg 


1 


Potassium dihydrogen phosphate anhydrous 
Di- sodium hydrogen phosphate anhydrous 
N -acetyl- Cysteine (NALC ) 
Tri-sodium citrate dehydrate 


62 


100 g 


5 


63 


1 kg 


3 


64 


Culture tubes 


100 


10 


65 


500 


4 


PP - tubes for centrifuge , sterile , 50 ml 
Latex gloves size S 


66 


1000 


8 


( 1) 


( 3 ) 


( 4 ) 


67 


1000 


6 


68 


1000 


10 


69 


50 


( 2 ) 
Latex gloves size M 
Transparent polypropylene bag 
Single use syringes, sterile 
Syringe filter for single use , sterile 
Sterile indicator tape , hot air oven 
Sterile indicator tape . Autoclave 
Laboratory coat size M 


1 

1 


70 


50 


71 


6 


72 


1 


6 


73 


1 box of 


2 


100 


74 


Laboratory coat size L 


1 box of 


4 


100 


75 


Masks 


10 


40 


1 set 


10 


4500 


6 


1000 


76 Spray head 
77 Single use paper towels 
78 Cryo -vial , sterile with cap , for one hand operation 
79 PSR tubes 
80 Single use plastic Pasteur-pipettes sterile individually 

packed . 


1000 


4 


500 


6 


81 


Plastic bags made from PP 


100 


20 


82 


Forceps 


1 box of 


100 pcs 


4 


83 


100 


20 


Filter paper- sheets 
TIPS , PP, 200 ul, sterile auto clavable with Filter 


84 


Generic . 


960 


85 


1000 


5 


86 


480 


6 


Cryo-vial, sterile with cap , 1.5 ml 
Sterile , DNA-/RNAse -free tips , 0.1-10 ul-Gilson 
Sterile , DNA-/RNAse - free tips , 20-200 ul-Gilson 
Sterile , DNA-/RNAse - free tips , 100-1000ul-Gilson 


87 


960 


4 


88 


960 


4 


89 


Shoe cover 


1000 


4 


90 


Hair cover 


2000 


2 


91 


4 


1 

1 


92 


4 


1 -channel pipette , variable from 1-10 ul-LPA 
1 - channel pipette , variable from 20-200 ul-LPA 
1 -channel pipette, variable from 200-1000 ul-LPA 
Deep freeze thermometer 


93 


4 . 


94 


1 


5 


( 1) 


( 3 ) 


( 4 ) 


95 


5 


( 2 ) 
UPS for Thermo cycler 700VA -500W 
Disposable Pasteur pipettes , graduated , non -sterile , 
155 mm . 3 ml 


96 


500 


1 


97 


Stand ( 96 ) for 0.2 ml PCR tubes / PCR rack 


1 


Set of 

10 
200 


98 


Plastic bags - 30L 


4 


99 


Thermometer for oven 


1 


2 


100 


5 


101 


Rack 15ml/50ml -4- 4way Micro tube rack 
Rack heat resistant for cryo vial 1.5 ml 
heating Blocks 


Modular 


1 


6 


102 Racks for 1 channel pipette- 4 position 


1 


8 


[No. 32365 - FIN -CT1 - TAX - 0016 / 2013/F .] 
By Order of the Governor, 

S. ROUT 


Under-Secretary to Government 


Printed and published by the Director, Printing, Stationery and Publication , Odisha, Cuttack - 10 

Ex . Gaz . 1309-173 + 320 


